To:  Roos,  Judy[Roos. Judy@epa.gov] 

From:  Miullo,  Nat 

Sent:  Mon  8/10/2015  10:20:17  PM 

Subject:  Re:  MEETING  ROOM  CHANGE  FOR  NEPA  STAFF  MEETING  TOMORROW 

I will  not  be  there,  but  will  call  in,  if  I can. 

Sent  from  my  iPhone 

On  Aug  10,  2015,  at  4:17  PM,  "Roos,  Judy"  <Roos.Judy@epa.gov>  wrote: 


Because  of  Gold  King  Mine  spill,  the  REOC  will  be  using  the  Snake  River  Room 
tomorrow.  We  will  be  meeting  in  the  Prairie  Rose  Room  on  the  7th  floor  instead  at  10  a.m. 
tomorrow. 


Judy  Roos,  SEE 
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